To:  Morin,  Jeff[Morin. Jeff@epa.gov] 

From:  Gaber,  Noha 

Sent:  Wed  8/12/2015  6:37:24  PM 

Subject:  RE:  Liz  said  to  put  the  same  banner  on  the  intranet  home  page 


Thanks  Jeff! 


Noha 


Noha  Gaber,  Ph.D. 

Director,  Office  of  Internal  Communications 
Office  of  Public  Affairs 
Administrator's  Office 
US  Environmental  Protection  Agency 

Mailing  Address:  1200  Pennsylvania  Avenue,  N.W.,  Mail  Code:  1701A,  Washington,  D.C.  20460 
Tel:  202-564-2179  ||  Mobile:  202-71 3-7901 1|  aaber.noha@epa.gov 

"Collaboration:  When  a collection  of  brilliant  minds,  hearts  and  talents  come  together ...  expect  a masterpiece." 

Connect  with  me  on 
EPA's  Digital  Village  in 

SharePoint 


From:  Morin,  Jeff 

Sent:  Wednesday,  August  12,  2015  2:37  PM 
To:  Gaber,  Noha 

Subject:  FW:  Liz  said  to  put  the  same  banner  on  the  intranet  home  page 


Hi  Noha,  attached  is  the  banner  image  and  text,  etc  I put  on  EPA  home. 


1795501 


ED  000552D  00010561-00001 


the  image  is  sized  for  EPA  home  so  you'll  have  to  crop  it  for  the  intranet  space 


Gold  King  Mine  Response 


EPA  is  working  closely  with  first  responders  and  coordinating  with  local  and  state 
officials  to  ensure  the  safety  of  people  impacted  by  water  contaminated  as  a result  of 
the  spill. 

Read  more  LINK  http://www.epa.gov/goldkingmine 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Smith,  Roxanne 

Sent:  Wednesday,  August  12,  2015  2:22  PM 

To:  Morin,  Jeff;  Gaber,  Noha 

Subject:  Liz  said  to  put  the  same  banner  on  the  intranet  home  page 


Jeff,  can  you  get  that  to  Noha?  Thanks. 


Roxanne  Smith 

Principal  Deputy  Associate  Administrator 
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Office  of  Public  Affairs 


U.S.  Environmental  Protection  Agency 
202-564-4455 

sin  i th  ,rox  anne@epa.  gov 
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